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Message Text 



UNCLASSIFIED 

PAGE 01 LISBON 03717 101341Z 
44 

ACTION EUR-25 

INFO OCT-01 ISO-OO HEW-08 NSC- 10 SCI-06 CIAE-00 PM-07 

INR-10 L-03 NEA-10 NSAE-00 PA-03 RSC-01 PRS-01 SPC-03 

USIA-15 TRSE-00 SAJ-01 SS-15 DOTE-OO INT-08 HUD-02 

DODE-OO CEQ-02 EB-11 IO-15 EPA-04 COME-OO AID-20 

OIC-04 DRC-01 /1 86 W 

062458 

R 101235Z OCT 73 
FM AMEMBASSY LISBON 
TO SECSTATE WASHDC 8592 
INFO USMISSION NATO 

UNCLAS LISBON 3717 

DEPT PASS DR. ROBERT MELVILLE, NIH 

EO 11652: N/A 
TAGS: NATO, SENV 

SUBJ: CCMS: MEETING ON AUTOMATED CLINICAL 
LABORATORIES, WASHINGTON, NOV. 12-15 

REF: STATE 194784 

1. DR. ALOISIO MOREIRA COELHO PLANS TO ATTEND SUBJECT 
MEETING. PLEASE MAKE RESERVATIONS AS PER PARA 4 
REFTEL. 

2. COMMENT: WE HAVE HIGH REGARD FOR DR. MOREIRA 
COELHO. 

POST 



UNCLASSIFIED 



NNN 
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Errors: N/A 

Film Number: n/a 
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